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(i) 


This Centrifuge 


with its range of angle and swing-out rotors 


plus 
this 
continuous 


action 
rotor 


.. represents the 
last word 
in versatility 


v Available with or without refrigeration, 
the MSE “High Speed 17” Centrifuge 
meets the growing demand for large 
capacity centrifuging at high speed. In 
addition to a wide range of angle and 
swing-out heads for batch centrifuging, 
there is the uniaue MSE Continuous 
Action Rotor for continuous separation, 
under completely sterile conditions if 
required. 


Maximum Speed: 17,000 r.p.m. 
Maximum Centrifugal Force: 35,000 x g. 
Maximum Container Size: 250 ml. 
Maximum Capacity: 1,500 ml. 
Maximum Flow Rate of the Continuous 
Action Rotor: 2 litres per min. 


MSE “HIGH SPEED 17°” CENTRIFUGE 


MSE. MEASURING & SCIENTIFIC EQUIPMENT LTD. 
Spenser Street, London, .S.W.I. 


GD 593 


Telephone: ViCtoria 5426. 
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FOR 
PERIODS The 
Mistokinette 


cycles is simple and rapid. 


Once the HISTOKINETTE has been put into operation, 
it will without supervision go through the entire cycle 
of fixation, dehydration and impregnation in wax, or 
alternately can be set up for the washing or staining 
of tissues. It can handle large numbers of specimens at 
the same time while staff is off duty or valuable tech- 
nicians can be released for other duties. It can speed 
up almost any technique by ensuring quicker and 
more thorough penetration by reagents. 


Hendrey Relays 


stays on the job 


24-hour clock fitted as standard. 
Changeover to | hour or 7-day 


Special features include:—up to 24 hours delayed start—double 
processing capacity-—one or more motor members and baskets— 
unbreakable tissue basket and containers. 


The Hendrey Histokinette is in general use at home and 
overseas. 


U.K, Overseas 
Aberdeen Hereford Australia Ghana 
Belfast Liverpool Beigium Holland 
Birmingham London Brazil India 
Bristol Manchester Canada Israel 
Cardiff Newcastle China Japan 
Dundee Newport Cuba Mexico 
Edinburgh Sheffield Denmark New Zealand 
Exeter Swansea Eire S. Africa 
Glasgow Torquay France Switzerland 


Write for illustrated brochure. 


HENDREY RELAYS LTD., BATH ROAD, SLOUGH, BUCKS. Tel. Burnham 609/61! 


MANUFACTURING ELECTRICAL ENGINEERS 


CONTROL & LABORATORY APPARATUS 


66 
GURR’S 
ESTABLISHED 1915 
STAINS AND 
REAGENTS FOR 
MICROSCOPY, 


HISTOLOGY & 
HISTOCHEMISTRY 


e 
™.T.T. Embedding Waxes 
Nitro B.T. Staining Vessels, glass and 
Diazonium Salts plastic 
Tetrazolium Salts Microscope Slides 
Electrophoresis Dyes Microtomes 
Buffer Tablets Embedding Baths and Ovens 


immersion Oils 
Mounting Media 


U.K. AGENTS FOR SIGMA BIOCHEMICALS 
& DANOCHEMO VITAMIN ASSAY MEDIA. 


WRITE FOR LISTS 


GEORGE T.GURR Lu. 


136/140 NEW KING’S ROAD, LONDON, S.W.6 


TELEPHONE :—RENOWN 5482 (3 lines) 
CABLES :—MICROSTAIN, LONDON, S.W.6 


Microscope Lamps 
Slide Storage Equipment 


(ii) 
$. 
ours 
(oke Trouchtoné Simms 


Automatic 
Biological 
Assay Apparatus 


beg 


for quantitative 
the activity of drugs 


This new apparatus greatly improves the accuracy, speed and convenience of 
measurements made on isolated organs and by being fully automatic releases 
skilled technicians for other work. Typical examples of its use are: 


Standard assay of posterior extract on guinea pig uterus. 
Test activity of an antispasmodic drug on rabbit intestine. 
Four-point assay of histatamine on guinea pig ileum. 


Send for Leaflet No. 801 H.4, FEASELLAY 


CASELLA (ELECTRONICS) Ltd., Haxby Rd., York. Tel. 24112 ELECTRONICS 


(Now controlled by Cooke, Troughton & Simms Ltd., Haxby Rd., York) Members of the Vickers Group 
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‘Biodiscs’, for determining the sensitivity of micro-| 
organisms to anti-microbial agents, are produced by the 
British Drug Houses (Canada) Ltd. They are obtainable in 
the United Kingdom and other countries through the 
B.D.H. Laboratory Chemicals Division: in Canada and iy 
the United States they are marketed by the British Drug 
Houses (Canada) Ltd., Toronto. 


BIODISC 


TRADE MARX 


Their composition ensures uniform potency, a reproducible 
release rate and improved stability, since the method of 
manufacture is capable of the precise control employed 
over potent medical products for therapeutic use.. 


‘Biodiscs’ are tablets and not paper discs. They adhere 
readily to the agar and do not fall off when plates are in-| 
verted. They are issued in high and low potencies for most 
commonly used antibiotic agents, and supplied in vials of 
fifty at 7s. 6d. per vial. 


For fuller information and details of 
procedure please ask for literature. 


THE BRITISH DRUG HOUSES LTD 


LABORATORY CHEMICALS DIVISION - POOLE DORSET 


MICHROME STAINS 


AND REAGENTS 
OVER 3000 AVAILABLE 


All enquiries concerning 


ADVERTISEMENT SPACE 


Aquamount Fluorescein lsothiocyanate 

Cresyl Fast Violet, CNS _Lipid crimson 

Fluoroil Luxol Fast Blue in 
Fluormount Methy! Green 

Giemsa Stain Sun yellow G 


Laktoseal Violamine 3B THE BRITISH JOURNAL OF 


Leishman Stain Wright's Biood Stain, 
5-Bromo indoxyl acetate etc. 


OPTOIL: synthetic, non-drying immersion oil. EXPERIMENTAL PATHOLOGY 


TRIFALGIC ACID, for electrophoresis, etc. (ref. 
Bodman, J. (1960), Ivor Smith’s Electrophoretic & 
Chromatog. Tech., vol. 2 (Heinemann). Should be addressed to: 


104-page catalogue available on request. 
NOW READY : P. C. BARTLETT’S 


ENCYCLOPAEDIA OF MICROSCOPIC STAINS 
(by Edward Gurr), 500 pages Royal 8vo., price 95/-. PUBLICITY SERVICE 


EDWARD GURR, LTD. 
42 UPPER RICHMOND ROAD WEST, 
LONDON, S.W.14 
Phone: Prospect 8051 & 7606 Cables: Micromlabs, London 
Uniform high quality, reliability and immediate delivery 


31, Museum Street, London, W.C.I 


Tel: MUS. 8529 
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(v) 


This Most Sensitive 


Recorder.. 


records down to 50 microvolts full scale 


without an external amplifier 


Micrograph 


This compact, uitra-sensitive Kipp Micrograph Re- 
corder, BD Series, with 21 cm chart span, is accurate 
to within less than 1% of full scale deflection. Re- 
sponse is very rapid, full scale traverse being effected 
in 0-8 of a second. Up to four channels, can be 
recorded by means of a new channel selector. 


Voltage range for 
full scale deflection 


Current range for 
full scale deflection 


LINEARITY : 
Error < 0-25% of full scale deflection 


DEAD ZONE: 
< 0:25% of full scale deflection 


Admissible external resistance : 


Available chart speeds range from 60 mm/hr. 


0-1 wA on 0-1 wA range: 
0-25 ,, on all other ranges: 
05 
' ” 
to 57,600 mm/hr. 

GD 782 Write for fully descriptive leaflet to : 


SHANDON | 


500 — co Ohms 
0 Ohms 


SHANDON SCIENTIFIC COMPANY LIMITED 
6 CROMWELL PLACE, LONDON, SW7 KNIGHTSBRIDGE 1131 
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Requirements of the Bacteriologist, 
Biochemist, Biologist, Pathologist 
and Pharmacologist can be met very 
quickly either from our extensive 
stocks, or in the case of certain 


specialised products, within a few 


days. 


Over 60 years 
experience ensure 


UNIFORMITY 
STABILITY 
ECONOMY 


Please send for 
the latest technical 
information. 


microbiological reagents and media 
are the only complete line offered in U.K. 


Culture Media 
Microbiological Assay Media 
Tissue Culture Media 
Serological Reagents 
Antisera 
Diagnostic Reagents 
Sensitivity Disks 
Unidisks 
Peptones 
Hydrolysates 
Amino Acids 
Enzymes 
Enrichments 
Dyes 
Indicators 
Carbohydrates 
Biochemicals 


complete 
laboratory 


service 


BAIRD & TATLOCK (LONDON) LTD., CHADWELL HEATH, ESSEX, ENGLAND. 
Branches in London, Manchester and Glasgow. 
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ANSPLANTATION of THE ADRENAL GLAND INTO AFL WITH” 


REFERENCE TO Prrorrary- ADRENAL. RELATIONSHIPS . 
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